Prayrror 


Labeled Components 

DvnaBass 200 
| 4 | 8268 [TRAYNORLOGOPLASTICNICKELPLA 
| 6 | ss99__|2"casTORANDSOCKET 
| 8 | 8600 |HANDLE,RECESSED.PULLBLACKMETA 
| 9 | 8734 [1X /2PANPHTYPABRITEN 
XLR MADE PCB MT HORZ MTHOLE-V SNAP 
RED 3MMLED 1V7 5MA BRT 
TINNERMAN CLIP 1/8" STUD SIZE R 


*NOTE: Replacement grilles are 'Special-Order' Real Gear - 
and are only available while the model is in production. Real People - 
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